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Dr.  Thimlar  Nursery 

s  '  I  v.  / 

111  W.  Washington  Blvd.  Fort  Wayne,  Indiana 

IRIS— PEONIES— POPPIES 
The  World's  Best  For  Less 


Due  to  the  Depression,  have  finally  decided  to  get  out  a  list  without  descriptions  which  costs  less  instead  of 
a  catalogue  and  in  this  way  save  on  cost  and  pass  this  savings  on  to  my  customers,  therefore  priced  for  less.  If 
not  I  will  meet  any  fair  competitor’s  price.  Just  send  in  your  order. 


10c  variety . 5  for  $  .35  25  for  $1.50 

15c  variety . 5  for  .50  25  for  2.00 

25c  variety . 3  for  .65  12  for  2.25 

35c  variety . 3  for  .85  12  for  3.00 

50c  variety . 3  for  1.00  12  for  3.50 

60c  variety . 3  for  1.50  12  for  5.00 

75c  variety . 3  for  1.75  12  for  6.00 

(6  or  more  of  a  kind  at  12  rate) 


Dealers : — Write  for  wholesale  prices  or  send  in  your  order  at  other  growers’  prices.  We  meet  any  reput¬ 
able  growers’  prices  while  surplus  stock  exists. 

We  prepay  charges  on  orders  over  $2.00.  Where  priced  at  price  each. 

Postage  25c  extra  on  orders  less  than  $2.00. 

Postage  extra  where  quantity  of  6  or  more  of  kind  ordered  at  quantity  price. 

We  enclose  with  your  order  an  extra  plant  or  plants  from  our  surplus  which  amounts  to  more  than  cost  of 
catalogue,  in  this  way  you  are  ahead  and  I  also. 

Also  notice  our  prices  on  Species,  Spuria,  Siberica  and  Orientalis  Iris. 

Especially  see  our  prices  on  the  World’s  Best  Poppies. 

At  this  price  would  like  to  place  your  order  on  file  so  I  can  dig  many  orders  at  the  same  time.  Can  there¬ 
fore  give  you  better  quality  and  count. 

Get  our  EQUALLY  LOW  PRICES  ON  PEONIES  LATER.  We  are  quoting  a  few,  see  back  page. 

Give  us  your  order  and  be  surprised.  We  want  to  please  you  and  make  a  permanent  customer. 

We  use  every  effort  to  keep  our  stock  true  and  if  any  proves  otherwise  we  will  replace  it  or  refund  pur¬ 
chase  price. 

We  do  not  issue  a  catalogue,  but  will  meet  other  growers’  prices  so  long  as  our  stock  lasts. 

Sincerely, 

DR.  THIMLAR  NURSERY 

DR.  J.  WILEY  THIMLAR,  Mgr. 

Treasurer  of  Fort  Wayne  Men’s  Garden  Club  Member  of 

Secretary  of  Fort  Wayne  Gladiolus  Society  American  Iris  Society 

Fort  Wayne  Rose  Society  American  Peony  Society 


RETAIL  PRICE  LIST  OF  IRIS 


Abenda  . $  .15 

Acheron  . 15 

*  Afterglow  . 10 

*  Albert  Victor  . 10 

Alcazar . 15 

Allies  . 50 

Alamada . 50 

Allure  .  3.00 

Amas  . 20 

Ambassador  . 20 

Amber  . 25 

Andrew  Jackson  .  5.00 

Andromeade  . 50 

Annette  . 75 

Ann  Farr  . 15 

Angelo  . 20 

Ann  Leslie  . 10 

Ann  Page . 25 

Ansonia  . z0 

Apache  . 35 

Aphrodite  . 35 

Archeveque  . 10 

Argynis  . 20 

Arial  . 15 

Arlette  . 35 

Arlington  . 20 

Asia  . 25 

Auburn . 35 

*Aurea  . 10 

Autumn  King  . 30 

*  Azure  . 10 

Balder  . 20 

Ballerine  . 25 

Barcarolle  . 15 

Bertrand  . 35 

*Black  Knight . 15 

Blue  Banner  .  5.00 

Bluett  . 10 

Bonnie  Blue  . 25 

Boreum  . 35 

Brandywine  . 25 

Brilliant  . 25 

Bruno  .  1.00 

B.  Y.  Morrison . 15 

California  Blue  . 75 

*Candelabrae . 10 

Caporal . 15 

*Caprice  . 10 

Corot  . 50 

Cassiopee  . 50 

Catrina  . 20 

Cavilier  . 20 

Caylus  .  1.35 

Cecil  Minturn  . 15 

Chalice  . 15 

Charmain  . 25 

Chausseur  . 25 

Cinderella  . 20 

Cinnabar  .  1.75 

Claude  Monet  . 35 

Clement  Desorm  . 25 

Cluny  . 10 

Colonial  Dame . 20 

Clio  . 10 


Col.  Candelot . . . 10 

Colias  . 15 

Conchabar  . 75 

Coronation  .  1.50 

C.  P.  Connell  . 20 

Corrida  . .15 

Cretan  (Intermediate)  . 50 

Cretonne  . 10 

Crussador  . 20 

Dalila  . 10 

*Dalmatica . 10 

Damazol  . 10 

Darial  .  1.75 

*Darius  . 10 

*Dawn  . 10 

Dejah  . 15 

Delacroix  . 35 

Delacatissma  . 25 

Detaille  .  1.00 

Deucalion  . 20 

Distinction  . 75 

Dolly  Madison  .  1.00 

Dixmude  (Dwarf)  ... . 35 

*Dora  Langdon . .10 

Dorothy  K.  Williamson  . 25 

*Dr.  Bernice  . 10 

Dream  . 15 

Dryade  . 75 

Duchess  Sarah  . .  1.25 

Duke  of  Bedford . 50 

Duke  of  York  . 20 

*Eckasachs  . 10 

Edith  Cavell  . 15 

Ed.  Michel  . 10 

E.  E.  Adams . 

E.  H.  Jenkins  . 15 

Eldorado  . 10 

Elinor  Funk  . 

Empire  . 10 

Endymion  . 50 

Esplendidio  . 25 

Eclaireur  . 20 

Etoile  Du  Matin  . 50 

Evadne  . 25 

*Fairy  . 10 

Feronia  . 25 

Fidelio  . 25 

Firefall  (Esseg)  . 75 

Firmament  . 20 

Fismus  (Dwarf)  . 25 

*Flavescense  . 10 

’’'Florentine  Alba  . 10 

Flamenschwert  . 35 

Folkwang  . 40 

Foresete  . 20 

Fra  Angelica . 50 

Freida  Mohr  .  1.00 

Gabrial  .  1.00 

Georgia  . 15 

Geo.  Yeld  . 25 

Geo.  J.  Tribolet . 35 

Germain  Pertheus  . 75 

*Germanica  . 10 

Glamour  . 75 


Gold  Crest  . 15 

Golden  Glory . 75 

Golden  Promise . 25 

Gold  Imperial  . 20 

Grace  Sturtevant  .  5.00 

Grand  Monarch  . 

Grapta  . 20 

Greater  May  Queen  . 15 

*Gypsy  Queen . 10 

Halo  . 15 

Harmony  . 15 

Harriet  Presby  . 20 

Harpalion  . 20 

Hetty  Matson  . 20 

Helen  Koehler . 10 

Henri  Riviere  .  5.00 

*Her  Majesty  . 10 

Hippolyta  . 20 

Hochelaga  . 

Honorabile  . 10 

Hussard  . 35 

Hyperion  . 25 

Ideal  . 20 

Iduna  . 25 

Imperafor  . 20  • 

Iris  King  . 10 

Isolene  . 10 

Ivory  .  1.00 

Jane  Williamson  .  1.00 

Jacquilline  Guillot  . 25 

J.  B.  Dumas  . 25 

Jubilee  . 35 

Julia  Marlowe  . 35 

Juniata  . 15 

Kansas  .  1.25 

Kathryn  Fryer  . 10 

Kentucky  Colonel  . 

King  Tut  . 2.00 

*Kochii  (Intermediate)  . 10 

*Kharput  (Intermediate)  . 10 

Labor  . 75 

Lady  Bing  . 15 

LaNiege  . 20 

LeCorrage  .  1.00 

LeGrand  Ferre  . 25 

LeLido  (Dwarf)  . 35 

*L.  A.  Williamson  . . 10 

Le  Pactole  .  1.00 

Leverrier  . 25 

Lhermite  .  ,25 

Lobelia  (Dwarf)  . 20 

*  Lohengrin  . 10 

Lord  of  June . 20 

Lord  Lambourne . .25 

*Loreley . 10 

Lorraine  . 75 

Loudoun  . 50 

Lulworth  . .15 

Lustre  (early)  . 25 

Lycaena  . 20 

Magnifica . 25 

Majestic  . 25 

*Ma  Mie . 10 

Manderin  (Dwarf)  . 25 


SEE  THE  DWARFS  IN  THIS  LIST 


RETAIL  PRICE  LIST  OF  IRIS  (Continued) 

QO  *pQT.V  Flo  Monllmr  in  Qn 


Manon  . 

. 90 

*Park  De  Neulley . 

.  .10 

Tropic  Seas  . 

^  .25 

Marjorie  Tinley  . 

. 25 

Pavane  . 

.  1.00 

Truth  . 

...  .20 

Marsh  Marigold  . 

. 10 

Pea  Rouge  . 

.  .25 

True  Charm  . 

...  .20 

Mary  Barnett  . 

. 50 

Pegase  . 

.  .35 

Undine  . 

Mary  Garden . 

. 10 

^Perfection  . 

.  .10 

:  Valencia  . 

...  .35 

Mary  Gibson  . 

. 20 

Perry’s  Blue  . 

.  .25 

Van  Dyk  . 

...  .75 

Mary  Hawkens . 

Petrel  . 

.  .15 

Valrey  Mayet  . 

...  .10 

Mary  Williamson  . 

. 20 

Phoebus  (Dwarf)  . 

.  .50 

Veglia  . 

May  Rose . 

. 20 

Pioneer  . 

.  .25 

Velout  . 

...  .30 

Medrano  . 

. 20 

Plu  De  Orr . 

.  6.00 

Verbena  . 

Mestor  . 

. 20 

Plumed  Knight  . 

.  .25 

Vingolf  . 

...  .20 

Meteor  (Dwarf)  . 

. 25 

Pocahontas  . 

.  .15 

Watteau  . 

...  .50 

Micheline  Charraire  . 

. 75 

Prince  Leherigrin . 

.  .25 

Wedgewood  . 

...  .35 

Midwest  . 

Princess  Beatrice  . 

.  .15 

Western  Dream  . 

...  .15 

Mildred  Presby  . 

. 20 

Princess  Osra  . 

.  .35 

*White  Knight  . 

...  .15 

*Miranda  . 

. 10 

Prosper  Langiar  . 

.  .10 

White  Queen  . 

...  .25 

Miss  Paget  . 

*Prospero  . 

.  .10 

William  Mohr  . 

...  1.25 

Mis  trail  (Dwarf)  . 

. 25 

Proteus  . 

.  .50 

Yellow  Hammer  (Inter)  ... 

...  .20 

Mithras  . 

. 20 

Pumula  . 

.  .25 

Yellow  Moon  . 

...  .20 

Mile.  Schwartz  . 

. 25 

*  Purple  Prince  . 

.  .10 

Yolande  . 

...  .20 

Mme.  Abel  Chatney  . 

. 25 

*  Quaker  Lady  . 

.  .10 

Zada  . 

...  .25 

Mme.  Cecil  Bouscent  . 

.  1.00 

Queen  Caterina . 

.  .15 

Zilia  . 

...  .20 

*Mme.  Chereau . 

. 10 

Queen  Flavia . 

.  .15 

Zouave  . 

...  .15 

Mme.  Cheri  . 

. 15 

*  Queen  of  May  . 

.  .10 

Zua  (Interm)  . 

...  .35 

*Mme.  Chobout . 

. 10 

Rameses  . 

.  6.00 

Zulu  . 

....  1.00 

Mme.  DeSevinge . 

. 10 

Realm  . 

.  .85 

Zwannenberg  (Inter) . 

...  .35 

Mme.  Durrand  . 

. 75 

Rheinguaperle  . 

.  .75 

SPECIES 

Mme.  Gaudichau . 

. 20 

*Rhein  Nixie  . 

.  .10 

Christate  . 

. 35 

Mme.  Henry  Cayeux  . 

. 50 

Ramona  . 

.  .25 

Chrysographes  . 

...  2.00 

Moa  . 

. 75 

Romola  . 

.  1.00 

Dorothy  K.  Williamson  . 

. 25 

Molliere  . 

. 10 

Rosa  Bonheur  . 

.  .50 

Foliosa  (Blue)  . 

. 50 

Mongol  (Dwarf)  . 

. 50 

Rose  Mitchell . 

.  2.50 

Gracelips  . 

...  2.00 

*  Monsignor  . 

. 10 

Rose  Unique  (Interm)  . 

.  .15 

Hexagona  . 

. 75 

Mons.  Chaber  . 

Rose  Way  . 

.  .15 

Mons.  Dorothy  Foster  . 

...  2.00 

Mons.  Trinidad  . 

. 50 

Rota  . 

.  .25 

Mons.  Juno  . 

....  1.75 

Moonlight  . 

. 35 

Rotorua  . 

.  .15 

Pseudoachorus  . 

. 25 

Marocain  (Dwarf)  . 

. 20 

Rubyd  . 

.  .20 

Siberica 

Morning  Splendor  . 

. 25 

Safrano  . 

.  .10 

Distinction  . 

. 25 

^Mother  of  Pearl  . 

. 10 

Sapphid  (Interm)  . 

.  .20 

Emperor  . 

. 35 

Mrs.  Alb.  S.  Hoyt . 

. 25 

Sapphire  (Dwarf)  . 

Geo.  Wallace  . 

. 35 

*Mrs.  Allen  Grey  . 

. 15 

Sass  . 

Grandis  . 

. 35 

Mrs.  Cutherbertson  . 

. 25 

Seminole  . 

.  .20 

Lacetea . 

. 35 

Mrs.  E.  T.  Vieusseux . 

. 20 

*Shekinah  . 

.  .15 

Mrs.  -E.  Sonders  . 

. 50 

Mrs.  Hetty  Matson . 

. 20 

*Sherwin  Wright  . 

.  .10 

Mrs.  Grey  Hill  . 

. 50 

*Mrs.  PI.  Darwin . 

. 10 

Silverado  . 

.  .20 

Orientalis  Blue  . 

. 25 

Mrs.  H.  F.  Bowles . 

. 20 

Simon  Vassier . 

.  .25 

Orientalis  Superba  . 

. 50 

Mrs.  Marian  Cran . 

. 35 

Simplicity  . 

.  .25 

Perry’s  Blue  . 

. 35 

*Mrs.  Tinley  . 

. 10 

Sir  Gallahad  . 

.  .35 

Peter  Pan  . 

...  .75 

Muscadin  . 

. 50 

Sir  Michael  . 

.  4.50 

Snow  Queen . 

. 25 

Muzeris  . 

. 15 

Solonique  . . 

.  .15 

SPURIA 

My  Lady . 

. 35 

Souv.  De  Le  Michaud . 

.  1.00 

Celestial  . 

. 35 

Mystery  . 

.  2.50 

Souv.  De  Mme.  Gaudichau  . 

.  .20 

Longipetela  . 

...  1.50 

Mystic  . 

. 20 

Standard  (Dwarf)  . 

.  .20 

Lord  Nordcliffe  . 

...  .35 

Nemoralia  . 

.  5.00 

Stamboul  . 

.  .20 

Mrs.  A.  W.  Tait  . 

...  .50 

Nene  . 

.  7.50 

Sunset  . 

.  .15 

Notha  . 

...  .35 

Negus  (Dwarf)  . 

. 25 

Susan  Bliss  . 

.  .20 

Virginiaca  . 

. 75 

Nine  Wells . 

. 10 

Sweet  Lavender  . 

.  .20 

Tectorum  Blue  . 

. 50 

Ochracea  . 

. 25 

Taj.  Mahl  . 

.  .25 

Versicolor  Columna  . 

...  .50 

Oliver  Pertheus  . 

. 20 

Theda  . 

.  .20 

POPPIES 

Olympus  . 

. 20 

Tenebrae  . 

.  .25 

Edna  Perry  . 

. 75 

Opera  . 

. 25 

Thais  . 

.  1.25 

King  George  . 

...  2.00 

Ophelia . 

.  1.00 

*Thorbeck  . 

.  .10 

Lord  Lambourne  . 

...  1.25 

Oriflame  . 

. 10 

Thisbee  (Dwarf)  . 

.  .50 

Lulu  A.  Neeley . 

...  1.25 

Orion  . 

. 50 

Thorsten  . 

.  .20 

Mrs.  Perry . 

...  .75 

Pacific  . 

.  2.50 

Tom  Titt . 

Prosperine  . 

...  .75 

Palemon  . 

. 20 

Troades  . 

.  .20 

Trilby  . 

...  2.50 

*  Pallida  Dalmatica  . 

. 10 

*Troost  . 

.  .10 

Wertenbergia  . 

...  1.50 

PEONIES  ALSO  AT  DEPRESSION  PRICES.  WRITE  FOR  LIST. 
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PEONIES  PRICES  SLASHED  FOR  CASH 


DOUBLE  PEONIES 


Adelanchea  .  2.50 

Albatre . 50 

Albert  Crousse  . 75 

Alice  Harding  . 12.00 

Alsace  Lorraine  . 75 

A.  M.  Slocum .  1.50 

A.  P.  Saunders  .  5.00 

Arlequin  .  1.50 

Assmanhausen  . 

Aug.  Dessert .  1.50 

Avalanche  . 50 

Aviateur  Reymond  .  1.00 

Ball  O’Cotton  .  2.50 

Baroness  Schroeder  . .50 

B’s.  Magnificent  .  1.50 

B’s.  Midnight  . 

Candeur  . 75 

Chas.  Gosland  . 50 

Cherry  Hill  .  1.50 

Clemenceau  .  1.50 

David  Harum  .  2.00 

Desire  .  3.00 

Dorchester  . 50 

E.  G.  Hill  . 60 

E.  C.  Shaw .  5.00 

Eudulis  Superba  . 50 

Elwood  Pleas  .  1.25 

Exquisite  . 75 

Felix  Crousse  . 35 

Festiva  Maxima  . 35 

Francis  Shaylor  .  1.25 

Francis  Willard  . 75 

Eugenia  Verdier . 75 

Galathee  .  1.00 

Georgiana  Shaylor  .  1.00 

Gloriana  . 18.00 

Gismonda  . 60 


A  Few  of  Our  500  Varieties 


Grandiflora  . 60 

Hansina  Brand  .  7.50 

Hazel  Kinney .  7.50 

Isolene  .  1.00 

James  Boyd  .  1.50 

James  Kelway . 7o 

James  R.  Mann .  2.50 

Jeannot  .  2.0U 

Jessie  Shaylor .  1.25 

John  M.  Good  .  7.50 

Judge  Berry  .  l.bO 

Karl  Rosenfeld  . 50 

Kath.  Havermeyer  .  3.00 

Kelway’s  Glorious  .  3.00 

Lady  A.  Duff .  75 

La  France  .  1.50 

La  Tulipe  .  50 

Laura  Dessert  ....  2.00 

Le  Cygne  .  2.00 

Lillian  Gumm  ....  I, .  2.50 

Longfellow  .  1.50 

Lora  Dexheimer . 75 

Magnificant  .  2.00 

Mabel  L.  Franklin .  3.50 

Marie  Crousse . 75 

Mar.  C.  Lagergren  .  1.25 

Martha  Bullock .  1.00 

Mary  Brand  .  1.00 

Maude  L.  Richardson .  l.oO 

Milton  Hill  .  1.50 

Minnie  Shaylor  .  6.00 

Miss  Salway  .  1.50 

Mine.  E.  Lemoine . 60 

Mme.  Gaudichau  .  1.25 

Mme.  Geissler  . 50 

Mme.  J.  Dessert  .  1.00 

Mons.  J.  Elie  . 60 

Mons.  M.  Cahuzac  .  1.00 


Mrs.  A.  M.  Brand  . 10.00 

Mrs.  Ed.  Harding  .  1.25 

Mrs.  F.  Beach  .  7.50 

Myrtle  Gentry . 10.00 

Nell  Shaylor  .  2.00 

Nymphea  .  1.50 

Othello  . 75 

Peter  Pan  . 75 

Poet  F.  Mistral  . 60 

Phillipe  Rivoire .  3.00 

Phyllis  Kelway  .  2.00 

Pres.  Taft  . 75 

Pres.  Wilson  . 6.00 

Primevere  .  1.00 

Raoul  Dessert  . 2.00 

Rhein  Hortense  . 75 

Rosa  Bonheur  .  1.50 

Sarah  Bernhardt  . 60 

Solange  . 75 

Souv.  De.  L.  Bigot  .  1.25 

Theresa  .  1.00 

T.  C.  Thurlow  .  6.00 

Tourangelle  .  1.00 

Walter  Faxon  .  1.25 

W.  F.  Turner .  1.75 

Wilton  Lockwood  .  2.00 

JAPANESE  PEONIES 

Alma  .  1.00 

Ama-No-Sode  .  2.00 

Fuyajo  .  1.75 

Isani  Gidui .  4.00 

Kumagoe  .  1.00 

Mikado  . 75 

O’Fugi  .  1.00 

Some  Ganoki  .  2.o0 

Tomate-Boku  .  7.50 

Tokio  .  2.00 


We  do  not  issue  catalogue,  but  will  meet  our  competitore’s  prices  so 
long  as  our  stock  last.  SO  SEND  IN  YOUR  ORDER 

DR.  THIMLAR  NURSERY 


